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gh ee ee Dec. 15 *1334 
Electric generators, relay protec- 

re eRe 5 Sept. 1 *934 
Electric hoist, Lo-Hed, new..... 

RP a ry ee) eee ee May 1 *537 
Electric ice plant includes auoie 

BUOFRRC | soe iie0rs Lies 'o'e's Feb. 15 *260 
Electric BG bulbs from loosen- 

ing, preventing ...... Feb. 15 *262 
Electric motors and generators, 

problems in .......... July 1 q*753 

ES ES BRA Ee ee July 15 q*800 
Electric power for the movies... 

ie eibck.o ail Mar. 1 *309 
Electric. ‘power plants, combina- 
tion of district heating and. 
..Mar. 15 e372 


Electric power plants eres sav- 


GPS OE CORE es cn ccccees an. 15 
Electric stations, grounding sys- 
tems fOF ...cccccccees June 1 
PO PS Eee TT June 15 
Electric systems .......... dan. i 
duiectric welding, comments on 
the technique OL..... sept. 15 
Hiectricai design OL power 
piants, treuds in...... Dee. Lo 
kilectrical deveiupMents ..vau. Lo 
msectrical equipinent, care ot 


spare paris ior.......INOV. 1 
Eleculcal features of a modern 


GFaLtt BSYSteM ...ccceed Apr. lo 
Electrical feacures of saysiue 
eee June 1 
Kieciricai features Of Mast silver 
ee eee Mar. lo 
islectricai fuses, interesting facts 
POMBTGINE  «ccocerscvess Dec. 1 


Electricat machinery, test resuits 
on prevenunug purnouts in.. 
May lo 


Electrical output estimated to 
reach 80 biliion kw.-nr. dur- 
Si, OS co vc we <kticcee Sept. 15 

Electricity, buying ....... Jan. 1 


miiectricity, production of, at pub- 
4ic ULllity power piants py 


use OL Luels in 1926...Qct. lo 

mane Ra aceurictese PUPS cc-cicc mar. 1 
Scns eeseseos -. Sept. lo 

Elv erson *Blag. DIANE... cre June lo 
mmergencies, Wnat men do In... 
cocce edecvovccsvccocceehH De. & 
Engine and condenser recondi- 
MEE se Viowewievesue Sept. 15 
Engine, benz ‘Diesel, uses solid 
INJECTION ..cccccccse’s Nov. 15 


Engine, counterflow and unitiow 
economics... 


non-conuensing, 





Engine, Diesel, application veces 
TEEPE UEETEEEE EET eS 2 
Engine, Diesel, cylinder luvrica- 
tion important ...... July 15 
Engine, Diesel, cyitinder size in- 
GCFORSOR cwecccccccsese June 15 
Engine, Diesel, 15,000 —_ oe agg 
ree yeT Tae -Feb. 15 
Engine, Diese, large, for the 
po | ee re Mar. lo 
Engine, Diesel, maintenance..... 
ecebessecnvccesas eooNOV. 1 
Engine, Diesel, operating costs. 
pen ehGrasvaes Feb. 15 
Engine, ‘Diesel, operation, com- 
CR — ae May 15 
Engine, Diesel, power, applica- 
tion to rapid _ fiuctuating 
I ci tea a's 4 6x 2 ob a al July 15 
Engine, Diesel, power field ex- 
D.. 040 406656 ib 60.6% Dec. 15 
Engine, gas, pistons renewed. 
nits 0.0 ReReeeee-eene 6a bs une "16 
Engine, Newcomen’s -Mar. 15 


Engine, oil, cost and test data.. 
Engine, oil, 
Engine, oil, design, speed and 
weight, issues in...... May 1 
Engine, oil, Diesel, iasicaaey”: elec- 
tric drive .. eneeQhGtc Se 
Engine, oil, high "speed, funda- 
mentals of design.....Apr. 1 
i nalee Fine S6b4bd.0-ec 5:0,0.00eee Ae 
Engine operation, steam de- 
mands control ....... July 15 
Engine, pumping, change to con- 
densing improves ....Oct. 15 
Engine, speed, - changing...... 
PTE ER POE Ot ay 
Engine, “steam, ‘shows high ofi- 
NEE x g.0 anlee@.0 03 $.0.4:96 July 1 
Engine wes safety, making safe 
cece ces cece scecenes July 15 
Engine, “veteran, approaches 50- 
yr. mark Aug. 15 
Engine, water backing up into.. 
F 


Engineering budget, outline of 
compiling an ........ Oct. 15 
Engineering building for Chicago 
Ae ten eT er ee Jan. 15 
Engineering design, models aid. 
RE Se per ee Nov. 1 
Engineering, forecasting success 
IN acne ciccesiccesseccece Oct. 15 
Engineering offers success’ to 
non-college men ..... Mar. 15 
ETT Tee re --Apr. 15 
Engineering progress depends on 
co-operation -Jan. 1 
Ingineer’s reports, extracts from 
WOE. Scachualecdbanatinel biniaia ats ot Nov. 15 
Engineers, mechanical, 
power problems ....... Jan. 1 
IEengineers on commissions, ap- 
NEI) ~ 4: bv ain > sapincd cer huaniabinte Jan. 
Engineers Public Service Co. re- 
Tr oe pe. 1 
Engines, compound, calculating 
receiver pressure for.Mar. 15 
Engines, compound, receiver 
—- for 
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Engines, Diesel, for high speeds; 
some obstacles to ve over- 
COME ccccccccvedecccess Oct. 1 

Engines, Diesel, from _ central 
station standpoint . Sept. 1 

Engines, Diesel, high-speed de- 
velopments in ....... Sept. 15 

Engines, Diesel, in ceutral sta- 
tions and private plants..... 
Trrcere Cee eee Oct. 15 

Engines, Diesel, installation costs 
OF. vsnaesneucecennseeene Oct. 1 

Engines, Diesel, prove economical 
in forge plant ........ Mar. 1 

Engines, Diesel, 3750-hp., for 
Panama Canal errs May 15 

Engines, tuel injection, oil sprays 
BM caccccacencssesedec June 15 

Engines, gasoline, how sludge is 
tormed in the oil pans or. 
Ee ee ee ere eee ree Feb. "45 

Engines, gasoline, installing cyl- 
inder head gaskets on....... 
at nnd aed 6.0 6enieee eae June 15 

Engines, oil, in industry.Aug. 15 
Soe e cen Os saecesnacetésass Oct. 1 

Engines, steam, marine, ——s 
thom Of .accccccccccces 

Equipment, old, 
OVEN WIE ccccsccccces = 1 


European supremacy ..... June 1 
Ces ease dae deter hes.cee Aug. 1 
Evaporating apparatus, heat 
transmission in ..... Apr. 15 


Examination question contest... 


OP eT Arey re eee Feb. 15 
Pe, Bg 8 £2, OE Ee Mar. 1 
RES IEG 4 EE ARRY Mar. 15 


Example, 1,=10 sermons.May 15 
Excitation systems for turbo-gen- 


| STEER TTT OR Jan. 1 
Eyesight conservation .- Jan. 1 
F 
Factories, choosing power for.. 
enaes Wee enh oases eekes ept. 15 
Factors of safety........ Mar. 15 
Fancy and fact in power making. 
ee SE ee errr pr. 15 
leeding, boiler, made more ef- 
fective by rearrangement. 
cede heneerees ohewiew ales Oct. os 
Feedwater, boiler, problem de- 
mands attention ..... Sept. 1 
Feedwater causes caustic ombrit- 
CIGDIOME cc gciccsivcaces Sept. 15 
Feedwater heater tubes, detec- 
tion of leaks in...... July 15 


Feedwater heaters ....... Jan. 15 
Feedwater heating, practice in. 
Jan. 


PikcKeMeatSieaereaecesen 1 
Feedwater, heating to more than 
BID GOBi «coves cece cee Dec. 15 
leedwater, heating, with exhaust 
atilen ka os ¢4 Gamqees ee May 15 

F eedwater problems, heating 


plants have difficult..Oct. 15 
Seudemnen Studies Committee re- 


ports progress ...... Aug. 15 
Feedwater treatment ....Aug. 15 
Feedwater treatment, factors 

DEMFINEG ON .cesscccece July 1 
Feedwater treatment in power 

eT e er an. 1 
Voodwnter treatment, recent de- 

velopments in ........ Jan. 1 

Filing V8. piling... 2... v0 June 15 


Filter, air, streamline, cleans it- 
self automatically ...Sept. 1 
Filters, pressure, single control 


WHINE £OF sek eu nctsxc0 May 15 
shee system for boiler clean- 
ied tice ae eu kea ae June 15 


ng 
Fire brick shapes, official classi- 
fication of, now available. 


o/& dtnaie uc eine nie sama She Dec. 15 
Fire fighting equipment in he ane 
Fire, ‘organizing against. - ei "aie 1 


Fire on atadaal smoke detector 


BIGOE odc ceccccceccese -Oct. 15 
Fire tools, care’ OF. 6.«se04 Nov. 15 
Firestone remodels furnaces for 

pulverized coal ...... Sept. 1 
First National Fuels Meeting, 

program announced for...... 

ockh 6 56 Ueih oe’ s.0.ené dee 0:8 Aug. 15 
Flood control with power gen- 

Res July 15 
Flour mills, power consumpaed 

ata on +0 Meee 6 oake Aug. 1 
Flow, effect of dam on....Feb. 1 
Flow meter, General Electric, 

new Bailey Meter Co. ac- 

re ea ar Apr. 15 


Flow rate, constant, contoatier, 
¢ odd ee ASR GOdcewenenes ee ay 
vo gas, Cindertrap for clean- 
NE ad ick patie < 50 46:4 bon Nov. 15 
Flue gas, hot, used with unit pal. 
SANE a: 3» 0 14/h 0 Garo ies ain Aug. 15 
Flue gas, piping sosanelee for 


MERRIE ©. is 60 0.8.00 6k ov. 1 
0 Sah ethehehh ab aw Oe aiaiiade a asatdel Dec. 1 
Fuel burning methods’ show 
steady progress ...... Dec. 15 


Fuel costs, comparison of.Dec. 1 
Fuel in 1926, marked improve- 
ment in utilization of.Apr. 1 


Fuel indicator, continuous, for 
yO ee Sarr July 1 
ae injection engines, oil sprays 
Oe REE a RP OE June 15 

Fuel a pumps, electric control 
CORE asc cane te wrenpee +++.-May 1 
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Fuel oil viscosity regulated auto- 


MULIGRANY secsnsccnsecs Mar. 
Fuel, powdered, German plants 

PO CD 6606050665048 Mar. 1 
Fuel problems, oil pipe line 

OWS? BOE .+.c45 006008 July 1 
Fuel, pulverized, extension tur- 


nace tor small boilers.Dee. 15 
Fuel saving, the high cost of. 


o60tsecesesescesaets oes Nov. i 
Chebonsesapugelssaseeee Dec. 1 
l'uel, use of lignite as....Apr. 15 
Fuels, consumption of, by public 


utility plants in production of 


electricity in 1926..... Oct. lo 
Fuels, impending changes in our 
BUD WUE Geb essnes sees ee © ug. 
Furnace and firing problems, pul- 
verized cual .....2.00.% July 1 
Furnace design and pertormance 
ee ee re eT Dec. 15 
Furnace, extension, pulverized 
fuel, for small boiiers...... 
CeO ci eihhiks hw sakes kee Dec. 15 


Furnace lining, monolithic, new 
anchoring method for. Apr. 1 


Furnace lining, plastic, gives 
SORE BOLVICE. 0:0.00:0.0:0:0% Aug. 15 
Furnace, oil, enlarged, increases 
GURGIOMGY cc cccccecevecse Feb. 15 
Furnace, slagging, many tactors 
MOVOER 2. 000:00800%0068 Aug. 1 
Furnace, Stratton, burns crushed 
coal in suspension..... May 1 


Furnace wail design keeps pace 


With demanus .. . Jan. 15 
Furnace, well-type, tests at 
Huntley Station ov. 1 


uses and relays, selection Of... 
i 


990 30 040) 6900.6.04.0 0008 .- Feb. 
Fuses, electrical, interesting 
lacts regarding ....... Dec. 1 


Gage, draft, compact multiple... 
Co oereresecsececsesesees Feb. 1 


Gage glass protector, Kleeron. 


Cec use esas anes esae ee Oct. 15 
Gage glass shut-off cocks, oper- 
BEI backs 0cssseveen -Mar. 1 
Gages, pressure, factors affecting 
operation Of ...scsscs May 18 
Gas and oil burner, combination, 
NO s0b55506ss44d 55a Oct. 15 
Gas engine pistons removed..... 
eee oeSeh paren dose ieee June 15 
Gas, tlue, Cindertrap for cleaning 
TTCTLTT TTT Nov. #15 
Gas, ftlue, hot, used with unit pul- 
WOEMBEOE éo5 <005405255% Au 15 
Gas, fiue, piping connections “for 
| re -Nov. 1 
ombS 65:90 5 504006664508 Dec. 1 
Gas, “natural, power generation in 
the Southwest a esvees Oct. 15 


Gasket cutters, durable...Aug. 1 
Gaskets, cylinder head, installing 
On gasoline engines..June 15 


Gaskets, flexible metallic, better 
for large pipes than those of 
eS een -June 1 

Gaskets, flexible metallic, notes 
on the use of...... ov. 15 

Gaskets, large, thin, method of 
SROOTTERE cc cvccusveses May 1 

Gasoline, biending with benzol, 
effect of ..... -Apr. 15 


Gasoline engines, ‘installing cyl- 
_— _— gaskets on. is 

ge 0 s0see cece ee June 15 

G. E. Co. “puilds’ 94,000-kw. tan- 
dem-compound units .Apr. 15 
Generating stations, bus protec- 
TION. IN vc cscoceccece Aug. 15 
Generator bearing bracket, arc 
welding used in...... gg Al 15 
ee cooling, ceenpanes in. 
an. 


Generator, large, and 
transformer 

Generator, large, 
improvements in 

Generator, new, procedure in 
BIBTEINS UD Bi. soosse et. 15 


construction 
Oct. 1 


Generator, trouble 
charging batteries x 
mamerrsatrbins air cooling for..... 
bese nceocebaseasoves Jan. 15 

Generators, a.c., exciters for. 
ce oae) b60 0500620004088 Apr. 1 
Generators and motors, electric, 
OPOPISIMS IN oo .esccens July 1 
TTT ee eee July 15 
Generators, electric, reach 
100,000-kw. mark Dec. 15 
Generators, electric, relay 
SOOERON WE isssinsecsca Sept. 1 
Generators in parallel, effect of 
low power factor on..Mar. 1 
Glass cut round with ordinary 
i Oy re Sept. 1 
Glass plant has varied power de- 


INI ok 5 > 45.5-3.3d 0b Aug. 1 
Glove, rubber, testing equipment, 

DW RBTOER: 2 6s 005.054 00% Aug. 15 
Government and gold bricks. 

Pek Stee his a ek es 6h is we Feb. 4 
Governor problems .......4 Aug. 1 
a ™ cup, Hex-Top malleable 

_ EAA ery ee re re Aug. 15 


Great Winters and San Joaquin 
companies to spend large 


pie 6: BURT. 55258554 Mar. 15 
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Grounded -coil in alternator, lo- 


SS eer err re June 15 
Greunding systems for electric 
BERAIDOR: cc ssivsnins ..-June 1 
009 05086. 6060.05.08 646505 June 15 
Gun, Adamant, tor applying re- 
SRROGOTY: Gs o di50s eens Aug. 1 
H 
Hack saw blade useful for scroll 
Saw wOrk ..... scseeae er & 


Hand fired piant, economicai Oop- 
eration of the .... -Uct. L 
dHiand hole cover clamp “repiaces 
broken stud bois ...Aug. lo 
Hand saw, lignt air-driven port- 


BOIS bs esis seca 0x sseeADr. 15 
Harnischieger Corp. makes low- 
COBEL POWELP ....ccces --Oct. lo 
Hiayes Wheel Co.s piant..sept. lo 
frealthy, Keeping ...... ..Jdan,. 15 
dieat valance in a sugar rennery, 
COTrrecting the .....% dept. 1 
Heat Changes, rapid, cause leak- 
BOR voccesecces coccee NOV. 15 
Heat, conserving, _increasing in 
importance ...... .-Dec. lo 
Heat transmission in evaporating 
ADPPRTACUE .00 06080600 Apr. lo 
Heat transmission, increasing 
with small tubes..... Apr. lo 
Heat transmission, what poiler 


scale does to... 
Heat une unit, computation... 
cooeeeMay 15 


Heater, air, sectional, Foster. 
ccceccovcoces eee NOV, “15 
Heater, unit, tor industrial build- 
new: choc swwe s covccce ar, 16 
Heaters, extraction, increase cy- 
Cle efficiency ......... Aug. 1 
Heaters, Water, many types 
BVBIIBDIO: 25 0.0.00 00505050 Oct. 1 
Heating and ventilating a large 
igh MEROOl.  os0ccecs 0x Oct. 1 
Heating, hot Minced vee with 
SOGET cies cccensd -June 1d 
Heating plant, "district, ‘new, for 
Philadeiphia ......... Feb. 15 
Heating plants have dinicult 


water problems ......Oct. la 
Heating iat calculation for. 


cee oe ‘ -Aug. 15 
Heating system. ‘water. supply. 
sane s 00.0 s oN. ‘I 
Heating systems “need summer 
overhauling - -Sept. 1 
Heating systems, steam, water 
MONROE BN cscs aca s soe Feb. 1 


Hell Gate, Westinghouse to sup- 


ply large units for....Nov. 1 
Helpbringer control for motor- 
operated valves -Sept. 15 


Hetch Hetchy gaa’ development, 


recent views of....... Dec 
Hoist, mete lifting power of an. 

Thy ee ee Nov. 15 
Hoist, electric, new Lo-Hed..... 

1 PR eee eee: May 1 
Hoist, “Quick-Lift” %-t...Nov. 1 
Hoisting data ........... an. 15 
Holtwood steam station, opera- 

Com OL GOs. <..05 so4eeme. A 


Home-made articles are inferior 
to manufactured ....Feb. 15 
Home-made articles at times 
SOTTO WHI 2545 s5%20- Mar. 15 
Home-made versus manufactured 
articles, comment on.Aug. 15 
Horse more convenient, folding 
construction makes ..Aug. 1 
Horsepower and Federal power.. 


rn eens »-Nov. 15 
Horsepower constant ..... Mar. 1 
Horsepower, wages and manu- 

factured product ..... Sept. 1 
Hospital, Denver, hot-water sys- 

tem insures uniform  tem- 

DOPRTUES cis eseecccaccs Oct. 1 


Hot tale in cold cash, a... 
Hot water system at Denver hos- 
pital insures uniform tem- 
perature Oct. 1 
Hotel, world’s largest, makes own 
OWEN, cases vs 65 0 -June 15 
Hudson Avenue station, public in- 
ERPORG OR | 356590550555 Apr. 
Hudson Ave. unit, new, to save 
50,000 t. of coal yearly.Mar. 1 
Huntley Station, well-type fur- 
NACE TOBEB Bt 2.06065 05 Nov. 1 
Hydraulic equipment, Homeyard 
valve for control of...Apr. 1 
Hydraulic methods of ash dis- 


IS OETID occ c:0.0 see Apr. 15 
Hydraulic power development, 
tendencies in ........ Dec. 15 
Hydraulic turbine tests by ‘the 
Allen method ........ May 15 
Hydraulic turbine tests by “the 
Gibson method ...... pr. 15 
Hydro development, acktener G. 
& E. Corp. contemplates.. 
Eee See bik Sidis bath 6 Sarae Jan. 4 
Hydro plant control, types of au- 
EDM 65.65 Si caiccn ste Feb. 1 
Hivdro plant, Melones, uses irriga- 
Con eter i 45 <s Saas July 15 
Hydro plant, water pumped to 
reservoir operates -.-Nov. 1 
Hydro plants, Wisconsin, new 


Bayside Station aids..June 1 
Hydro station at Sherman Dam, 
full automatic ........ uly 1 
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Hydro turbine tests—Pitot and 
Venturi tubes ........Oct. 15 
Hydro-eiectric development in 
CAMLOTNiG 20002000008 June 15 
Hydro-electric development, Lake 
TT See a ryree res a une 15 
Hydro-electric power production, 
taxation. ON «<.....05 Dec. 1 
Hydro-electric practice ..Dec. 15 
Hyaro-eiectric units, reliability 


") eer ee pare eame July 1 
vertical, 
.Aug. 16 


Hydro-electric units, 
guide bearings for.. 


lice, dry 
ice tor lowerlug heavy parts to 

position, use oO1......Mar. 15 
lce nanudaings mechous at National 


ice PiaNt ...cccevee -- Mec. 1 
Ice Making vy the compression 
BYBTCM. 0.60645 600%.000% June 15 
lee Making plants, manutfactur- 
ing expense OL ...... Hep. 15 


report in- 


ice MmManutacc.urers 
Apr. 1 


crease 1n production... 


Ice piant, Diesel oil engine re- 
places electric arive in..... 
pasa eb oe eee Sasa eee ct. 16 

ice plant, electric, includes appie 
BLOTARES «soc scsceccees Feb. 15 

Ice plant, modern, at Kansas City 

SSA ES Se <e ov. 
Ice pliant, new, marks retrigera- 
tion progress ....... sepc. 15 


Ice plant operating costs ailected 
by various tractors ...Nov. 15 
lice voenes torcing production in. 
Eero eT Tet -Aug. 15 
lllinois Glass Co.'s plant. -Aug. i 
imperial Sugar skefining Co.'s 
SNE. ons «1010.0 s se civ v he Mar. 15 
ntlanmpolis, power tor me 2 Seani- 
tary wistrict of...... Aug. 15 
Indicator caru, steam consump- 
tion calculaled trom..OUct. 15 
Indicator motion, defective valve 
setting and .......... May 1 
Industrial aspects ot college edu- 
ts aoe eee Mar. 15 
Industrial development, the heart 
of our national ...... Oct. 
Industrial markets are not where 
they used to be....... ec. 
Industrial piant, high oo 
“maintained in-........ Dec. 1 
industrial pliant, operating. 
E55 ole aials oS uarete saa Se ept. “45 
Industrial plants, operating costs 
De civeebhenesaeee se heene July 1 
Industrial plants, use of power in 
eas hi ee July 15 
Industrial power phases, Mid- 
west Power Conference dis- 
‘ cusses Mar. 1 
Industrial progress research..... 


a SOREL EI oreo . ec 
Industry's coal supply assured? 
.Mar. 1 


ee eeeeee 


Saseuntnn transformers, service 
operation of ........--. May 1 
Inland Steel Co. completes new 
power plant ......... Feb. 15 
Instrument selection should re- 
ceive attention ....... Aug. 1 
instruments, accurate, are — 
BEET. cn 2s aston ne ese : pr. 1 
Instruments aid boiler opeiation, 


SORT er oe Jan. “45 
Instruments? how. much for..... 
Pee so gnees Shee eee Ee July 1 
Insulation on a spliced wire, re- 
DIBCINE 66.006 6 sss se sa Feb. 1 
Interconnection between two and 
three-phase circuits ..Mar. 1 
lowa inaugurates Power “Confer- 


BUNS. .6 ss esac case ree. May 1 
J 
Joint, flexible, allows misalline- 
oS er ee ey ug. 
Journals, worn, repairing by wire 
WARGIEE 6i0 5-005 satend July 1 
K 
Kansas City Meeting, varied pro- 
PRIN TEs 3 hii crs saw cee May 1 
Kansas City’s new pumping 
plant, features of....Aug. 
Key, loose, using ........ July 15 
Key removal a simple matter, 
kink makes .......... Nov. 1 
Knocks and friction....... Feb. 1 
L 


Ladder, rubber feet prevent al 
Pr UE oss ci ectax eee Sept. 1 
ioe tb she beweaeeane kn Dec. 15 


Lake Lure Dam combines power 


development and _ recreation 
PROTITIOR: 5650 ss see oe June 15 
Laundry, balancing steam and 
power loads in....... July 15 
Lift materials, power required to 
ere rh. Nov. 15 


Light, more, better work. ‘May 1 
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*799 


*1162 
205 


*951 
1351 
*692 
*786 


q1209 
511 
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Ma 
Ma 
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1 


Lighting, good, is important for 
MOGMEE asc wektcwe cs ss Apr. 15 

Lignite as fuel, use of....Apr. - 

Lignite provlem, phases of the. 


Lignite, pulverized, Trinidad Sta- 
tion of the ‘texas Power & 
Light Co. burns...... Aug. 15 


Lincoin Oil Refinery has model 
power plant ..........May 1 
Load contro! board, new, in- 
stalled at Newark, N. J..... 
SO reer ee -.-Mar. 1 
Load, division of, reports..Apr. 1 
Load indication by the current 
balance method ..... Sept. 15 


Logk 18 plant of Alabama Power 


Co., construction of...Oct. 15 
Losses, unsuspected, exist in 
many plants ......... Apr. 15 
Lubrication of Diesel aokaser 
BRDOPIANE 2.00000 0000 July 15 
Lubrication of marine steam en- 
re eer Apr. 1 
Lubrication of refrigerating ma- 
aR re ee pre July 1 
Lubrication should be intelligent 
OE RE EE ee TO May * 
Lubrication troubles, reducing... 
Kew wa Ree oe y oed helene .-Sept. 1 
M 
Machinery, use of, by buyer after 
TRICCTION §o.s.0506.5's:05:0 5 June 15 


McGregor plant of Colorado Utili- 
ties Corporation Aug. 1 
McKinney Steel Co.’s automatic 
SUBSTATION «26.0000 July 15 
Mahoningside station, features of 
interest at 
Maintenance methods, 
sult in accidents...... Feb. 1 
Making one reason sound ogg a 
PR. OE "OTN s 6016.65 's's:0.08 Jan. 15 
Manufacturers, 


ieperteaent of 
Commerce analyzes eo of 
Rt EAR ES Pee ee ee ee 1 
Mariemont, central heating plant 
REARS 
Martin Dam aids control of pt a 
bama_ System Mar. 1 
Masonic Temple in St. Louis gen- 


erates OWn power..... Oct. 
Melones hydro plant uses irriga- 
tion water ........ .-July 15 
Mercury, trace of, easily de- 
| eT rere -Dec. 15 
Metal, sheet, holder ‘for velbed 
memorandum pads ..Nov. 15 
“Metropolis” ...... 5 SO 1 
Michigan Central Railroad plant 
at West Detroit ...... July 1 


Midwest Engineers will journey 

to Chicago Feb. 1 

Midwest Power Conference...... 
7 


Midwest Power Conference dis- 
cusses power applications.. 


et Sr Perr re Mar. i 
Midwest Power agape to be 
held Feb. 15-18....... Jan. 15 
Le Gwa de «bbe ones See Feb. 15 
Mill “waste lights seventeen 
southern towns ....... Apr. 1 


Mine mouth power plants agp 
limitations 





Minnequa Steel Works installs 
new power plant...... May 1 

Model, celluloid, checks —". 
son dam tests......... Nov. 1 

Moffat tunnel completed, first 
OED GE). 60-6086 606. 40nee Apr. 


Montaup Blectric. Co.’s Somerset 
Station, electrical features. 
7 OS es eee ee a Apr. 15 
Morrell St. station serves De- 
troit’s municipal systems.... 
Nov. 15 
makes 


Motor driven welder, new, 
welds under water....May 15 
Motor grinder, Master....Dee. 15 
Motor insulation, care of.Sept. 15 
Motor, super-synchronous, _  fac- 
SOROS 100. CB sb o.0s0 0 00:05 Aug. 1 
Motor, synchronous, low speed, 
of are welded construction. . 
MR aie asia. sine sia wikia Soca Oct. 15 
Motors “and generators, electric, 
problems in .......... July 1 
ET OT TT ee CCR eRe July 15 
Motors, induction, cause of low 
speed ee cae winds wiei8 60:0 Sept. 1 
Museum plans steam power ae 
DEE s-> oe dw eee o> 500 Nov. 15 


N 
Narragansett Electric Lighting 
Co.’s Eddy St. plant..July 15 


N. E. L. A. Convention — of 
varied interests ...... yl 
N. E. L. A., Great Lakes, ay 


cusses problems at French 
OEE od Jub nce bea ee HU ok Oct. 15 
N. E. L. A. plans elaborate pro- 
gram at Atlantic City.May 15 
National Fuels Meeting, efficiency 
keynote of ........... Nov. 1 
National Lock Co. installs two 
extraction type turbines. 

Sa fate ib Gimathie 6 hha s Jan. “15 
National Power Day...... June 1 
National Power Show, Sixth, an- 

nounced ........... Sep a 2 
Nature, to the solid ground of. 
Aug. + 


Cee reser eeseens eee ee eeee 





464 
447 


353 


*890 
*525 
+395 
*989 
*1120 
478 
781 
429 
746 
529 
*949 


674 
*830 
*785 

*1100 
*191 
158 


538 
*1124 
*284 
*1020 
*793 
1348 


*1207 
e1167 


*727 
*212 
1064 
*326 

332 


166 
*268 


*418 
425 
*495 
*1170 
*424 


*460 


*1203 


*58 
*1357 
991 


*829 
*1116 


q*753 
a*800 


*1199 


*791 
*756 


1107 
591 
1159 


*98 
e648 


e853 


Neches Station increasés Texas 
power facilities ...... Apr. 1 
New Jersey, power situation in. 


Pre res eee ee eee Jan. 1 
Newport Co. burns’. pulverized 
EEE Awe sig0'9 ssa re bee Aug. 15 


Newspaper plant has many auto- 
matic features 
New York County Court House 
burns fuel oil Apr. 15 
New York Power Show...Nov. 15 
Niagara, miniature, shows flow 
control methods ..... Sept. 1 
Norwich Knitting Mills plant. 
Be ee ee pieglsle vias: SaaS 1 


CO DORE c's sas Jan. 15, 163; Feb. 
lo, 267; Mar. la, 37%; Apr. 15, 
483; May 15, 687; June 15, 

¢ 699; July 15, 803; Aug. °15, 
904; Sept. 15, 1009; Oct. 15, 
llla; Nov. la, 1211; Dec. lo 

Ohio iiaison Co. makes progress 
at MaG@ River. ..s:..06% Mar. 1 

Ohio Match Co. makes its own 
climate June 15 

Oil and gas burner, combination, 

BOW cots ccccccssicosece Oct. 15 

centrifugal action purifies. 

See ie rar Aug. e 

connections, 

made tight 

5 be Ao leis Kabob reise oe Nov. 15 

Oil cups, small, made from old 
drain cocks Apr. 15 

Oil, cylinder, effect of heating. 

Ee ree eee Nov. 15 

Oil, cylinder, should fit conditions 

Sept. 15 

Oil engine cost and test data. 
Suomen © Ste eit as ele o5eleke June is 

Oil engine costs .......... Oct. 1 

Oil engine design, speed and 
weight, issues in...... May 1 

Oil engine, Diesel, replaces elec- 
tric drive Oct. 15 

Oil engine, high speed, fundamen- 
tals of design 


Oil, 
Oil 


Oil field Diesel plant has 
DN TONE sce evteews Dec. 1 
Oil, fuel, pumps, electric control 
EET Sar here pee eae" May 1 
Oil fuel, viscosity regulated au- 
tomatically 
Oil grooves, wrongly 
trouble 
Oil pipe line 
problems 
Oil power will 
tionally 


and fuel 
July 1 
be discussed na- 
ere rr se ree Mar. 1 
Oil refinery, Lincoln, has model 

DOWST DIGNE. 6 o:cia:e:0 0,03 May 1 
Oil sprays in fuel ———— en- 


power 


DIBR: Ssivnwinview se bac une 15 
Oil tank, bursting, causes fatal 
ro) El ee Feb. 15 
Oil? turbine, is it necessary to 
WI oy 6''o:0S264K sv aie July 1 
Oil, turbine, proper, should be 
WOE 4.40 e055 034 sso Aug. 15 
Oil, turbine, steam emulsion tests 
eR ee eee Sept. 1 
Oils, insulating, testing dielectric 
pe A eer Nov. 15 
Oils, light, from Utah coal.Oct. 1 
On rare occasions ........ Oct. 1 
One hundred years....... Aug. 15 

Onondaga Pottery Co.’s plant.. 
Re) Se eee July 15 
Operating costs of industrial 
ENS 6.955 hve es det July 1 
Operating costs of small power 
plants, elusive ....... Sept. 1 
Operating man and the new plant 
Re eee, Pree tee Sept. 15 
Operation, system, obtaining eco- 
Pe eer Apr. 1 
Opportunities at your door, use 
k picitia a Siblile a eiticain ek b. 1 
Orsat, rigid container for....... 
Ore verre epee ept. 15 
Outlet and switch boxes, new 
CORTE TOE onic is oes Jan. 15 

P 
Pabst Corporation, oparauing 
problems at the...... 

Pacific G. & E. Co. gets es 000. 000 
POWOr AYMSB . sce. .0% ay 15 
Pacific Gas & Electric Go many 


big projects in 1927 program 


Oe Gridley a.¢b-5 Wale id oes Mar. 1 
Pacific G. & E. Co.’s i” con- 
struction work ...... Feb. 15 
Packing for high-pressure water 
| oe reer ere July 1 
ioe on refrigerating ma- 
BON yo wlis viene euss Mar. 15 
Packing “eisna. tight, cuts off 
water supply ......... Oct. 1 
Packing, metallic, new, for con- 
denser tubes ........Apr. 15 
Packing, proper’ selection of, 
avoids trouble ....... une 1 
Paint gun, home-made....Apr. 1 
Paint, new, for sealing joints 
against oil leaks...... May 1 


Palmer House laundry, separate 
from hotel, includes’ well- 
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*390 

72 
*892 
*666 


*487 
*1212 


*949 
*836 


1355 


*656 
*1099 
*819 


*1004 
*1205 


*479 
q1208 
1002 


*675 
1036 


*514 
*1104 
*409 


*544 
590 











equipped small power plant. 





PE ARES. OLDS EGER SE Sept. 15 *995 
Panama: Canal, Diesei engines of 
S100 DDS £OP oi 0h. 6 00s may lo *562 
Paper mii instalis new boiler 
pi Ee Aer rere May 15 *574 
Parr snoals steam power puiant, 
SORCUTAS OF or.iccccvtves ep. 1 *172 
Pasauena power system, operat- 
ing costs of tne......Apr. 15 *448 
Passing the buck in engineering 
Debelepes decciet dc, 0s Aug. e852 
Patent rulings may affect cnoice 
of equipment ........ Apr. 15 465 
— payment, ——— tavored 
TOD ccbituccueete cueaee Nov. se 1191 
Penn ‘Athletic Club, new, pow 
OF CBO oc weccctovecevn Oct. 15 *1070 
Penstock, eed loss due to..... 
PP Nov. 1 *1156 
Personalities ‘in engineering..... 
Ne eee -Oct. 1 e1060 
Personnel * meetings boost plant 
MES oo Sis. 6a weldac eed Mar. 1 312 
Photography, progress.....Apr. 1 433 
Piling, auecayed, replaced with 
eee rer ee Feb. 15 *237 
Pipe, blowoff, home-made protec- 
tion serves well on...Dec. 1 1271 
Pipe, buried, weluing tound con- 
venient £06F .cccsise Mar. 1 *297 
Pipe cutter, automatic, for 2Z-in. 
40: 4-1. DIDO ec ccccss July 15 *806 
Pipe, > ag avoids road cut- 
TIME - ce crvcccevccocevee ov. 1 1163 
Pipe joint, * Naveo No. 4-6-9. 
Ae OE Pe aes July “45 *805 
Pipe ine installation, small. 
cemsecousdesse ee Dec. ht *1271 
Pipe, ‘oil, line power and fuel 
DIODIGIES: «6 6ckci especies July 1 729 
Pipe support, truss forms con- 
WOMMNG> coceercct cheba Nov. *1162 
Pipe threader, new 4-in. portable 
VAP ach eaebee wees ce ees Sept. 15 *1010 
Pipes, dry ee ib ELS pan Sept. 1 949 
Pipes, dry, need actentien dak 15 1110 
SHOT e eee eMOh ees we eae Nov. 15 1206 
Pipes, flow of water in —— 15 ql60 
eccccccceee veer oeee -June 15 a697 
wb etee 0ebee cimeenk eead July 1, q753 
Pipes, | water, cracked, repairing 
WIth COMERE .....66.0600 une 1 *645 
Piping, cold storage...... May 15 a584 
Piping connections for —— 
GO GAe i. 6.5 coccce cINOVe *1161 
EPIC Cerne ec. 1 %1269 
Piping, “high pressure, causes lit- 
Che *ERGUG bas ccvecces Nov. *1130 
Piping identification systems 
should be uniform....Nov. ~ 1201 
Piping, power plant, altering.. 
eer ee eT eee June 645 
Piping, power plant, needs regu- 
lar inspection ......... Oct 1 1031 
Piston rings, loose, cause knock- 
ee ir ee eer ia -Oct. 1 q*1058 
Piston rings, replacing. --Apr. 15 *477 
A ce-cinie onaera -June 1 *645 
Piston rods, bound, removing.... 
e806: + hb4 Ube en ale July 1 *751 
Piston’ valve setting and i.hp 
OY TT ee eT eee Sept “i5 a*1007 
Pit No. a Diversion Dam nears 
completion ...... -Aug. 15 *897 
Pitch, an Newport Co.. 
bur. -Aug. 15 *892 
Pitting, “aistilica’ “water causes; 
superheater mishaps..May 15 a585 
P. I. V. Gear provides continu- 
ously variable speed ratios.. 
eee adeekecee eco edpn. 15 *164 
Plant, AmMSsiNe os sccicees Nov. 15 *1176 
Plant, American Ice Co....Nov. 1 1152 
Plant, Bayside, of Wisconsin 
wtreer Service Corp...June 1 $596 
Pnechseeawverns ogedeien « 627 
Plant, Bronx terminal market re- 
frigerating eer reern i June 15 *689 
Plant, Buck, of Southern Power 
re rrr ee May 15 *552 
Plant, Cedar Creek, of Duke 
PE Ci bikinis cater June 15 *686 
Plant, Cleveland Heights High 
TE Or et ae ee Oct. 1 *1050 
Plant, Dierks Lumber & Coal Co. 
re eee pe. 2 *418 
Plant, Dresser, of Indiana Elec- 
tric J ere June 15 *685 
Plant, East River, of New York 
Edison ME uc evades some 15 *%338 
Tre eC ret yg rs oe *356 
Plant, Edgar POE rrr rere "June 1 *605 
Plant, Elverson Bldg..... June 15 *666 
Plant, Firestone Tire & Rubber 
MIST cs dioldlec.d¥ 4cpanewene Sept. 1 *924 
Plant, "Harnischfeger eaves Oct. 15 *1084 
Plant, Hayes Wheel Co...Sept. 15 *974 
Plant, Holtwood .......<. Aug. 1 *840 
Plant housekeeping ..... Aug. 15 901 
Plant, Illinois Glass Co....Aug 1 *822 
Plant, Imperial Sugar "Refining 
COE esis ciennes ser Mar. 15° *359 
Plant, Inland Steel Co....Feb. 15 *256 
Plant, Lenox Laundry....July 15 *786 
Plant losses survey...... Aug. 15 892 
Plant, McGregor, of Te 
Utilities Corporation...Aug. *830 
Plant, Mahoningside ..... Oct. 15 *1100 
Plant, make ready for the first 
snow storm ....... -Sept. 15 *978 
Plant management’s responsibil- 
RP Wes cdieeatcadsc oes July 1 e754 
Plant, Mariemont ........ Nov. 1 *1124 
Plant; Martin Dam........ Mar. 1 *284 





Plant, Masonic Temple Oct. 1 
Plant, Massillon, of Central Alioy 

Steel Corporation ...Sept. lo 
Plant, Minnequa Steel Works... 


Plant, Morrell 
Plant, Narragansett Electric 
a ceeds Eddy St 
: July oe 
Plant, 
Plant, snl Co 
Piant, Norwich Knitting Mis. 


Ohio Match Co. 


Plant, 
Onondaga Pottery "eo. 


Piant, 
Pabst Corp 
Palmer House 


Plant, 
Plant, 


Parr Shoals 
Penn Athletic Club. Oct. 
pene Kansas City’s 


_.Aug. 15 

ont, “sandt’s Eddy, Lehigh 
Portland Cement Co...Nov. 1 
Plant, Seaman Body Corp. 


Plant, 
Plant, 
ser 


-Apr. 1 

Plant, Sellers & Sons Co., G. D. 
Aug. 15 

Sherman Dam.. 

Stanton 

Syracuse University 


Plant, 
Plant, 
Piant, 


Plant, “The 
quirer” 
Plant, Three Rivers 
Plant, Tonawanda Paper ode 
e 


Trenton 
Trinidad 
United Drug Co...- 
Valley 
Waukegan 
Plant, West Detroit, of Michigan 
Central Railroad July 
Plant, Whippany 
Plant, Wilson 
tests at 
Plants, Santa 


Plant, 
Plant, 
Plant, 
Plant, 
Plant, 


Channel... 
A 


tem : 
Plants, small, some peculiar situ- 
ations in Feb. 1 
Plate work, steel, welding of. 
Dec. § 
for success. 
June 1 
arranging.... 
July 1 
Pottery plant maintains 80 per 
cent boiler efficiency..July 15 
Power and longevity....... Apr.1 
Power applications in various 
industries 
Power Boy, new, to 
up to 4-in. diameter. 
Power drive, Universal, 
on 110-v. circuit 
Power engineering, 


Positions, changing, 


Posterity’s affairs, 


handle pipe 
.Sept. 15 
operates 
Sept. 1 
birth of.... 


Power, heating and ventilating 
exposition Nov. 15 
Power in industrial plants, use of 
July 15 

Power industry, senate resolution 
asks investigation of..Apr. 1 
Power line carrier current com- 
munication ec. 1 
Power outlets in new buildings.. 
Nov. 15 

Power. plant costs, a 44 
. 5 

Power plant last 
word in ‘eb. 15 
— plant epitom 
ze Dec. 1 
power plant ene number. 
Jan. 15 


Power * plants, attractive, "eae 
not be cost June 1 
Power production, taxation on. F 
ec. 
Power records and costs..July 15 
Power Show, Fifth New York 
better than ever Jan. 1 
Power Show, New York..Nov. . 
Rabu’? Show reflects progress of 
e industry 
Power standardization needed. z 
Power stations, modern, use high 
pressures ay 15 
Precipitators, for Trenton 
Channel 
Pressure cup, 


large, 


Pressure tester, pipe plug forms 
convenient 1 
Pressures ae lt 
higher Dec. 15 
Pressures, modern power stations 
use high May 15 
Prime Movers Committee reports 
on boilers July 1 
Prime movers, weigetieanier Survey 
reports on Mar. 15 
Progress in 1927, large units 
mark Dec. 15 
Proteus in Seven League Boots.. 


Publicity, open 
Public ownership? 


*1020 
F966 
*495 

*1205 


*791 
*390 
*39Z 


*836 
*656 


*764 
*544 


*1070 
*3899 


*1158 
*421 
*873 
*i1u 
*916 

*1238 


*666 
*5d4 
*232 
*621 
*3890 
*945 
*876 
*940 


*727 
*$12 


*832 
*444 


1267 
e802 


*80 
*1212 
*1276 

*374 
e7y 
*564 
384 
*960 
*1162 
el3i4 
*564 

748 

386 
*1301 

e906 


e373 
e1060 


Public utility information, organ- 
ized distribution of July 
Public utility power production 
in the United States...Feb. 1 
Pulverizer, unit, hot flue gas used 
with Aug. 10 
Pump, air, gasket causes trouble 
Dec. 15 

boiler questions...... 
Nov. 15 
non-clogging 

Feb. 1 


Pump and 


Jan. “15 
Pump characteristic, throttling 
suction changes I 7 
Pump, check valve permits speed- 
ing up of Oct. 
Pump, duplex, lost motion in... 
June 15 
Pump for brine circulation, lo- 
cating 
lump in 


Pump operation problems, Apr. 15 
Pumping, air lift, has limits.... 
: Dec. 1 

Pumping wy steam jet is expen- 
sive and limited Sept. 1 
Pumping engine, change to con- 
densing improves..... Oct. 15 
Pumping plant, Kansas City’s new 
Aug. 15 

Pumps, centrifugal, checking op- 
eration of Mar. 15 
Pumps, centrifugal, eliminating 
thrust and leakage in..Apr. 1 
Pumps, centrifugal, models aid 
design of Nov. 1 
Pumps, day and night condensa- 
tion, for heating plants...... 
July 15 
should not be 


Pumps, dissimilar, 
common _ suction 


piped to a 

line 
Pumps, duplex, 

nator f 
sees fuel oil, 


P. 7 the poor 
Purchasing, pointers on.. 


R 
new 


1 
“July 1 


. 
Railroad costs, 
reduce 

Railroad launches 
program 
Railway shop power plants, 
modern Apr. 16 
Rankine cycle efficiency, quick 
estimate Nov. 14 
tate determinations require com- 
plete analysis J 1 
Rass problems, algebraic solu- 
tion ; » 
y 15, 800; Sept. 1 
Rate pen, solving graphic- 
ally bop slewis:s ete Sco SST 8 
Readings, why take and then not 
refer to them? ‘ eB 
Receiver pressure for compound 
engines -o+-KFeb. 15, 265 
Mar. 15, 2 


Plant he Ips 


ee 


equipment 
lines. 7 


July 


Records and costs, power. kong 15 
mee mercury arc, principles 
Feb. 


h 
Red "Creme in restoration of flood 
States Nov. 1 


Refrigerant, SO» as a.... 
Refrigerating compressors, 
speed 
Refrigerating machinery, lubri- 
cation July 1 
Refrigerating machines, packing 
for Mar. 15 
Refrigerating plant, Bronx ter- 
minal market 5 
lefrigeration, ” 
P-I diagram for 
wae -eeresioggr carbonic, pointers 
Apr. 1 
problems 
July 1 
Refrigeration in a candy plant, 
supplying Ss a 
Refrigeration practice....Dee. 15 
lvefrigeration progress, new ice 
, 15 
Refrigeration, develop- 
ments Dec. 15 
Refrigeration Safety Code to be 
revised 4 
Refrigeration 


Tre fehapebaitinnn data and 


selling... . 
Oct. 1 
Refrigeration without ice or ma- 
chinery Mar. 15 
Reftse wood in Indiana plant 
hardled and fired mechanic- 

15 
maintains 


service, 


ally 
Re »gulator, differential, 
constant pressure drop. June 1 
Relay protection of electric gen- 
Sept. 1 
settings on distribution 
networks m 
liver, simple method of measur- 
ing Sept. 15 
Riveraas station boilers show 
good results 


*444 
*1202 
*617 


*696 
852 


4*530 


902 


528 
947 
e&02 
*193 
1132 


529 
q1352 


641 
746 
*365 
*689 
*201 
422 
*788 


*945 
*1346 


*999 
*1346 
540 
e1061 


369 


Rochester G. & E. Corp. contem- 
plates hydro development... 
Jan. 1 

Rope, wire, how to measure... 


Rope, wire, seizing 


Rotors, large, balancing...Mar. 1 


8s 
St. Lawrence River, power re 


Jan. 1 
Plant, vail 
No 


opment of the 
St. Louis Municipal 
contracts iet for v. 
St. Louis pumping station, high 
steam pressure for...Mar. 15 
Safety device prevents engine 
troubles Mar. 15 
Safety guards, wire, making.... 
July 15 
Safety, promoting, study 
courses Aug. 15 
Salesman, the welcome...Apr. 15 
ee economy, there is pF aa 
Gandt's Eddy cement mill Ml 
power from waste heat.Nov. 1 
Santa Fe Railway System repair 
shop power piants....Apr. 15 
Sawdust and powdered 
burned together 
Seale, boiler, effect of, 
transmission 
Seale, boiler, formation, investi- 
gation reveals fundamental 
principles of Aug. 1 
Scale, boiler, thickness of, vs. 
boiler efficiency Jan. 15 
Scaling device removes deposit 
from condenser pipes..Dec. 1 
Science? can we ever catch up 
with Dec. 1 
Scraper, Jeffrey new portable... 
Dec. 15 
Serewdriver, hot, protection per- 
mits manipulation of.. Dec. 15 
Seaman Lody Corp., power for 


cation of 
Sewage pumping 
tlood-proof 
Shafting, odd sized, due to former 
method of manufacturing. . 
Oct. 15 
Sherman Dam, full automatic hy- 
dro station < uly 1 
Short circuit current values, cal- 
culating Nov. 1 
Short circuit currents, determin- 
ing 
Short circuit phenomena 
power plant 
Short circuits, 
forces due to 
Signaling controlled semi-auto- 
matically June 15 
Sirocco collector for fly ash and 
Oct. 15 
being re- 


calculation 
Aug. 15 


Slagging difficulties 
duced 
Smithsonian Institute plans steam 
power plant exhibit...Nov. 15 
Smoke detector gives fire protec- 
tion Oct. 15 
Smoke nuisance, how Great Brit- 
ain reduces the May 15 
Socket, reduction, for use on shop 
circuits June 15 
Solenoid, test shows relation be- 
tween “pull” and current i 
Oct. 1 
Somerset Station draft control 
system pr. 15 
Soot blower, new, “has telescoping 
element Sept. 1 
Soot blowers, steam omer. 
o 
Sorpetal dam will regulate water 
flow over years....... Mar. 15 
Speed-limiting devices, routine of 
checking Apr. 1 
Speed reducer, herringbone, Link- 
3elt Sykes ae oe eee Ba Sent. 15 
Speed variation at will....Ort. 1 
Speeducer, new S-A. gear divi- 
sion brings out Aug. 
Spikes, driving, in water 
Squires, Charles E 
Sprav pond has capacity 
brick, discharging high 
pressure steam into...June 1 
Stacks, brick, razing with dyna- 
mite Sent. 1 
Stacks, painting with aluminum 
paint with black top, unique 
effect of Nov. 15 
Standardization, the engineer in 
the business of June 15 
Stanton Power Station burns an- 
thracite culm Sept. 1 
Stanton, refinement in details at 
Sent. 1 
smallest 
Sept. 1 
Steam accumulator smooths boil- 
er load peaks 
Steam accumulators 
trial plants ug. 
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